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P. Operating license stage documents & correspondence

9109130228 FOIA request for documents re Oyster Creek Nuclear Plant operated by
GPU at Toms River.NJ & TMI units.

DEKOK.D. Affiliation Not Assigned. 91/07/03. GRIMSLEY.D.H. Division of Freedom of
Information & Publications Services (Post 890205). 6pp. 59115:297-59115:302.

9109040356 Informs that annual review of solid waste storage facility sys description
performed & advises that rev not required, per NRC 820204 ftr.
LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/08/27. Document
Control Branch (Document Control Desk). 1p. 59017:265-59017:265.

9109060116 Forwards Amend 13 to "Post-Defueling Monitored Storage SAR," in re-
sponse to comments at 910717 NRC public meeting.

LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/08/28. Document
Control Branch (Document Control Desk). 1p. 59032:100-59032:151.

-9109060117 Amend 13 to "Post-Defueling Monitored Storage SAR."
* General Public Utilities Corp. - GPU Service Corp. 91/08/31. 43pp. 59032:101-
59032:151.

9109120069 Notification of grant execution, "TMI Recovery & Decontamination Collec-
tion," awarded to Pennsylvania State Univ.

UMBEL.D. Contract Negotiation Branch-2. FIN G-18951. 91/08/29. GUSTAVE.R.P.
Program Management, Policy Development & Analysis Staff (Post 870413). RUBIN,A.
NRC - No Detailed Affiliation Given. 1p. 59104:070-59104:072.

-9109120072 Grant, "TMI Recovery & Decontamination Collection."
GranteerPennsylvania State Univ.

MARGI.R.D. Pennsylvania State Univ., University Park, PA. MACE,M.H. Division of
Contracts & Property Management (Post 890205). FIN G-18951. 91/08/29. 2pp.
59104:071-59104:072.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM,R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109240116 Ack receipt of 910718 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-320/91-05.

WEN2INGER.E.C. Region 1 (Post 820201). 91/09/06. LONG.R.L General Public Utili-
ties Corp. - GPU Service Corp. 2pp. 59173:329-59173:338.

9109240432 Forwards radiological safety insp repts 50-289/91-19 & 50-320/91-14 on
910812-19-No violations noted.

JOYNER.J.H. Region 1 (Post 820201). 91/09/10. BROUGHTON.G.T., LONG.R.L
General Public Utilities Corp. - GPU Service Corp. 3pp. 59185:117-59185:126.

-9109240440 Safety insp repts 50-289/91-19 & 50-320/91-14 on 910812-19. No viola-
tions noted.Major areas inspected:radiological controls program,previously identified
items.organization & staffing & plant sys training.

CHAWAGA.D., PASCIAK.W. Region 1 (Post 820201). 91/09/10. 7pp. 59185:120-
59185:126.

9109240286 Forwards safety insp repts 50-289/91-17 & 50-320/91-12 on 910715-
19.No violations noted.Licensee implementing effective emergency preparedness pro-
gram.

JOYNER.J.H. Region 1 (Post 820201). 91/09/12. BROUGHTON.G.T. General Public
Utilities Corp. - GPU Service Corp. 4pp. 59184:153-59184:165.

-9109240290 Safety insp repts 50-289/91-17 & 50-320/91-12 on 910715-19. No viola-
tions noted.Major areas inspected:emergency preparedness program.changes to im-
plementing procedures particularly classification procedures & mat & control.
AMATO.C.G., LAZARUS.W.J. Region 1 (Post 820201). 91/09/12. 9pp. 59184:157-
59184:165.

9109300038 Ack receipt of 910801 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-320/91-07.

JOYNER.J.H. Region 1 (Post 820201). 91/09/13. LONG.R.L. General Public Utilities
Corp. - GPU Service Corp. 2pp. 59225:050-59225:054.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating reports & related correspondence

9109100307 Forwards "TMI-2 Effluent & Offsite Dose ReptApr-June 1991" & "TMI-2
Semiannual Radioactive Effluent Release Rept.First & Second Quarters 1991."
LONG.R.L General Public Utilities Corp. - GPU Service Corp. 91/08/29. Document
Control Branch (Document Control Desk). 3pp. 59083:008-59083:028.

-9109100310 "TMI-2 Effluent & Offsite Dose Rept.Apr-June 1991."

*   General Public Utilities Corp. - GPU Service Corp. 91/06/30. 9pp. 59083:011-
59083:019.

-9109100311 "TMI-2 Semiannual Radioactive Effluent Release Rept.First & Second
Quarters, 1991."

*   General Public Utilities Corp. - GPU Service Corp. 91/06/30. 9pp. 59083:020-
59083:028.

S. Reportable occurrences, LERs & related correspondence

9109040240 10CFR21 & 50, "Criteria & Procedures for Reporting of Defects & Condi-
tions of Const Permits." Amend applies experience gained as result of TMI accident
to rule.

CHILK.S.J. Office of the Secretary of the Commission. 91/07/24. 40pp. 58936:278-
58936:317.

W. Decommissioning Stage Documents & Correspondence

9109030253 Notification of 910906 meeting w/util in Rockville.MD to discuss funding for
TMI-2 decommissioning.

MENDONCA.M.M. Non-Power Reactors, Decommissioning & Environmental Proj. Dir.
(Post 901216). 91/08/26. DUDLEY.R.F. Non-Power Reactors, Decommissioning &
Environmental Proj. Dir. (Post 901216). 4pp. 58944:251-58944:254.
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F. Security, medical, emergency & fire protection plans

9109160006 Ack receipt of 910628 & 0730 Itrs which forwarded objectives & scenario
package for exercise scheduled for 911002.

COLLINS.D.M. Region 2 (Post 820201). 91/08/30. HAIRSTON.W.G. Georgia Power
Co. 3pp. 59096:274-59096:276.

9109110171 Ack receipt of 910812 Itr transmitting rev.dtd June 1991,to physical security
plan.Rev consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into
plan.

CLINE.W.E. Region 2 (Post 820201). 91/09/05. HAIRSTON.W.G. Georgia Power Co.
3pp. 59092:242-59092:244.

9109200233 Responds to 910904 Itr to EL Jordan requesting participation in ERDS
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper-
ations ctr prior to program implementation in State of GA.

SPESSARD.R.L Office for Analysis & Evaluation of Operational Data, Director. 91 /
09/16. HARDEMAN.J.C. Georgia, State of. 6pp. 59171:160-59171:165.

9109230153 Forwards response to NRC 910821 Itr re violations noted in Insp Repts 50-
321 /91 -19 & 50-366/91 -19.Response withheld (ref 10CFR73.21).
BECKMAN.J.T. Georgia Power Co. 91/09/18. Document Control Branch (Document
Control Desk). 2pp. 59188:295-59188:296.

9109300272 EPIPs including.Rev 0 Edition 2 to 73EP-EIP-019-OS, "Rally ...Team
Duties" & Rev 1 Edition 2 to 73EP-EIP-011-OS, "Assembly.Accountability & Evacu-
ation." W/910923 Itr.
BECKHAM.J.T. Georgia Power Co. 91/09/23.16pp. 59260:043-59260:058.

P. Operating license stage documents & correspondence

9109030053 Forwards rept concerning environ noncompliance w/NPDES permit
GA.0004120.

BECKHAM.J.T. Georgia Power Co. 91/08/26. Document Control Branch (Document
Control Desk). 5pp. 58927:001-58927:005.

9109050288 Discusses 901221 Itr re allegations by M Kohn that false testimony was
knowingly given in proceeding before US Dept of Labor.per Section 210 of Energy
Reorganization Act. Requests that NRC be informed of consideration given matter.
VARGA.S.A.   Division   of   Reactor   Projects   -   l/ll   (Post   870411).   91/08/27.
WASHINGTON.Y. Labor, Dept. of. 2pp. 58993:066-58993:067.

9109120051 Forwards amends 172 & 112 to licenses DPR-57 & NPF-5, respectively &
safety evaluation.Amends revise unit 1 TS 3.10.D & unit 2 TS 3/4.9.10 to require at
least 21 ft of water above irradiated fuel assemblies seated in SFP.
JABBOUR.K. Project Directorate II-3. 91/08/28. HAIRSON.W.G. Georgia Power Co.
4pp. 59079:314-59079:337.

-9109120055 Amends 172 & 112 to licenses DPR-57 & NPF-5 respectively, revising
unit 1 TS 3.10.D & unit 2 TS 3/4.9.10 to require at least 21 ft of water above irradiat-
ed fuel assemblies seated in spent fuel pool fuel storage racks.
MATTHEWS.D.B. Project Directorate II-3. 91/08/28. 14pp. 59079:318-59079:334.

-9109120090 Safety evaluation supporting amends 172 & 112 to licenses DPR-57 &
NPF-5,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/28. 3pp.
59079:335-59079:337.

9109130049 Forwards amends 173 & 113 to licenses DPR-57 & NPF-5, respectively &
safety evaluation.Amends revise TS to reduce trip setpoint/allowable value for low
water level scram & isolation functions approx 10 inches.

JABBOUR.K.N. Project Directorate II-3. 91/08/30. HAIRSTON.W.G. Georgia Power
Co. 4pp. 59105:112-59105:139.

-9109130053 Amends 173 & 113 to licenses DPR-57 & NPF-5,respectively, revising TS
to reduce trip setpoint/allowable value for low level scram & isolation functions approx
10 inches.
MATTHEWS.D.B. Project Directorate II-3. 91/08/30.19pp. 59105:116-59105:135.

-9109130058 Safety evaluation supporting amends 173 & 113 to licenses DPR-57 &
NPF-5.respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/08/30. 4pp.
59105:136-59105:139.

9109180022 Final response to FOIA request for documents.Forwards app E documents
which are being made available in PDR.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/09/06. REPKA.D. Winston & Strawn. 4pp. 59176:007-59176:050.

-9109180057 Requests endorsement of encl 900413 memo from JA Calvo to DB Mat-
thews to solidify overall NRR & Region II positions re Calvo interpretation of TS.
VORSE.J.Y. Region 2 (Post 820201). 90/06/19. MURLEY.T.E. Office of Nuclear Re-
actor Regulation/Director (Post 870411). 1p. 59176:037-59176:037.. BROUGHTON.G.T. General Public
